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Sec. 4. Whoever shall violate any provision of this ordinance shall, on conviction, 
for each offense, be punished by a fine of not less than $10 nor more than $25, or in 
default of payment, by imprisonment in the parish jail for not less than 10 days nor 
more than 30 days, or both, at the discretion of the court having jurisdiction of ?ame. 

Plague — Prevention of the Introduction and Spread of— Rat Guards on Vessels. 
(Reg. Bd. of H., Sept. 10, 1914, Amending Reg. July 25, 1914. 1 ) 

Section 1 of the regulation ' of the board of health, adopted July 25, 1914, was 
amended to read as follows: 

"Section 1. From and after the promulgation of this ordnance it shall be unlawful 
for any vessel, steamboat, or other water craft, except harbor boats, to lie alongside 
of any wharf or dock in the city of New Orleans, and such vessels, steamboats, or other 
water craft shall be fended off from said wharf or dock in such manner that no part 
of such vessel, steamboat, or other water craft shall be nearer than 8 feet from the 
nearest point of said wharf or dock by a floating fender or spars of sufficient strength 
to maintain said distance of 8 feet, and each such spar, and each such chain, hawser, 
rope, or lino of any kind, extending from any such vessel, steamboat, or water craft, 
to said dock or wharf, shall be equipped with and have properly and securely attached 
thereto a rat shield or guard of such design, and in such manner, as shall be approved 
by the health officer of the city of New Orleans, except such harbor boats which shall 
be fumigated once every GO days." 

Plague — Prevention of the Introduction and Spread of— Garbage Districts. (Reg. 
Bd. of H., Sept. 10, 1914, Amending Reg. July 27, 1914. 2 ) 

Section 2 of the regulation of the board of health adopted July 27, 1914, was amended 
as follows: In lines 3 and 4 of the regulation, as published on page 2097 of the Public 
Health Reports of August 7, 1914, "North Anthony Street" was changed to "South 
Anthony Street." After the words "the point of beginning" at the end of the same 
paragraph, the following was added: 

"In the fifteenth ward (Algiers) the first garbage district shall comprise the territory 
within the following limits: Beginning at the river front and Atlantic Street; along 
both sides of Atlantic Street to Diana Street; along Diana Street, both sides, to Verret 
Street; along Verret Street, both sides, to Socrates Street; along Socrates Street, both 
sides, to Techo Street; along Teehe Street, both sides, to Bringier Street; along 
Bringier Street, both tides, to the river; and along the river to Atlantic Street, the 
point of beginning." 

Plague — Prevention of the Introduction and Spread of — Rat Proofing of Buildings 
Used for Residential Purposes. (Reg. Bd. of H., Sept. 10, 1914, Amending Reg. 
July 27, 1914. 3 ) 

Section 3 of the regulation of the board of health adopted July 27, 1914, was amended 
by inserting at the end of the paragraph headed 4 "Class B," the following: 

"Provided, That any building of class 'B,' used exclusively for residential purposes, 
may be made rat proof by constructing at the margin of the ground area of said building 
a wall of concrete or brick or stone laid in cement; such wall to extend into and below 
the surface of the ground at least 2 feet and to meet the floor of the building above 
closely and without any intervening space, such walls shall be at least G inches thick 
and extend entirely around said building: Provided, That said walls may be built 

> Public Health Reports, Aug. 7, 1914, p. 2092. 

'Ibid., p. 2096. 

'Ibid., p. 2093. 

*Ibid., p. 2094, second paragraph. 
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